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MEMORANDUM TOR: Deputy Director at Caatnl 

SUBJECT) Hfwwtn at tbo Hylii Panel mm Dm Status 

at the Soviet I CBM Pr ag m as 

1. Attached is a draft memorandum nblck «• propan e you aaad 
to the 9. S. lateiltgeaee Board la ordar to reconvene the Hyland Panel. 

2. You should bo aware at too potential problem area a aaaociatod 
with the Paaal prior to USZB cooatda ration. first, thara oaa a aarioua 
security leak iavolviaf our meeeoesmeat at tha IC8M throat vhtch occurred 
b at oo a a tha last Paaal masting and tha teeoaaca at NIf 11*1*41. I to 
suggested that yon acquire the data thereon from the Office at Security) 

oo have mat seen their final report, teased, the Panel will he aeseaoiag 
the pro seat status at tha ICIM throat and. therefore, could easily 
become involved in tits recast SAC aad USB controversy, t is 
recommended that tha Hyiaad Paaal not became directly involved in 
SAC versus USB positions requiring separata detailed briefing an each, 
hut that USB member ergaalsatteas present the evidence which could 
include the SAC reasoning aad pos ition. 

UWBgK T tWIVlMSi. <«. ^ 

Assistant Director 
Scientific Intelligence 
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